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Campbell Hausfeld MP6000 Tire Inflator with Gauge Review 

Inflation can be a hustle when one has to drive to a service station to get the tire pressure checked 
and fixed. The Campbell Hausfeld MP6000 Tire Inflator with Gauge is a great appliance to add 
to the home collection of tools. 

It is convenient and handy for DIY enthusiasts and those who simply hate going through the 
unnecessary hassles of frequent tire maintenance. Though it is primarily meant for home and light 
tasks use, it is a sturdy piece of equipment that is solidly built with metal. 

It offers top-rate efficiency when used for vehicle tires or basic motorcycle and bicycle inflation. 

Campbell Hausfeld 




This inflator complements other pneumatic tools and is compatible with many air compressors. It has 
been enhanced to allow one hand operations. The Campbell Hausfeld MP6000 Tire Inflator with Gauge 
is a three in one gadget consisting of the inflation gun, the chuck and the gauge. 



with Gauge 



It has been built in a compact package that is easy to use. Its operation is quite smooth for inflation and deflation. The user can 
also be able to check the tire pressure without a problem. This Campbell Hausfeld MP6000 is a good investment for anyone 
who wants to save on tire maintenance money and prevent the aggravation caused by frequent visits to the gas station. More 
details... 




E PRICING, RATINGS, REVIEWS OR BUY FROM AMAZON WITH DISCOUNT & 

FREE SHIPPING 



Inflation Gun, Chuck and Gauge 

The appliance has combined the function of an inflation gun, chuck and gauge into one smoothly 
operating gadget. This is literally three tools in a compact design. Bulky tools are an inconvenience 
during operation. 

The gauge is easy to read from and it has pressure readout of 10-150 PSI. With this, monitoring tire 
pressure is easy. Using the tool is fast and simple. The chuck is placed on the tire stem, the trigger is 
pulled and then the gauge will be indicating the pressure achieved. 

If the chuck is withdrawn from the tire stem, the gauge will record the pressure of the tire that was 

being inflated. This is useful in ensuring that the right pressure has been achieved in all the tires as desired. 



CONVENIENT 




The design used in attaching the chuck to the tire stem is extremely handy. It uses a quick clip-on mechanism that does not 
cause extreme strain in connecting. It can be used without holding it on with hands. 



With correct positioning, inflation only requires pulling the lever for the tires to be filled. Records of pressure of the components 
being inflated will be kept in the gauge and can be erased with a simple reset. Keeping the pressure rating is important in 
monitoring the condition of the tires. More details... 



J U SEE PRICING, RATINGS, REVIEWS ON AMAZON J 



Built-in Relief Valve 

This feature has been added for safety purposes. Pressure could build-up in the tires and become 
detrimental to the quality of the tires. The built-in relief valve is present to reduce this pressure from 
the tires in case it is accidentally inflated beyond the optimum capacity that it has been designed for. 
This feature increases the life span of the tires. 

Flexibility of Use 

The Campbell Hausfeld MP6000 Tire I nf la tor with Gauge comes with a hose to enhance 
flexibility during inflation tasks. It allows easier maneuverability of the appliance to ensure that the 
chuck fits into the tire stem properly. The small and compact nature of this inflation tool also increases 
ease of use. 

Pros of the MP6000 Tire Inflator 

■ It has a sturdy lower body design that is made of metal. This makes it very durable. 

■ The gauge has pressure readout of 10-150 PSI and is able to store pressure of inflated items. 

■ It is available in a range of colors. 

■ It has a flexible hose to facilitate movement. 

■ It has a one year warranty certificate. 

■ More pros... 




Customer Reviews 



- 729 customer reviews users of the Campbell Hausfeld MP6000 Tire Inflator with Gauge rated it highly for the 



Cons of the MP6000 Tire Inflator 

- The chuck may fail to work properly and air may leak. This is not a fault in the design. Repositioning it will solve the problem. 
Conclusion 

The Campbell Hausfeld MP6000 Tire Inflator with Gauge is a great tool to have if an individual wants to save on the costs 
of having a service man check the tires often. It is also great design that is unrivalled in convenience and effectiveness. Overall, 
buying this appliance is a good investment. 




convenience that was experienced by acquiring it by being able to keep a close eye on tires 
for an increased life span. The concept of the inflation gun, chuck and the gage in one tool is 
highly acclaimed. As a DIYtool, it is an excellent addition to tools that makes life easier. 






Good product, price, shipping! 

Got it on time, as advertised, for a fair price. What's not to like? 
Published 4 hours ago by Bobbi P 
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